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DRAFTED BY EB/ITP/EWT:LROSS:ERS 
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COMMERCE/OEA-CSEASWORD 
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027010 

P 242108Z FEB 75 
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TO USMISSION OECD PARIS PRIORITY 

CONFIDENTIAL STATE 041332 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW. RO 

SUBJECT: GERMAN TEST EQUIPMENT AND FOIL STRETCHING 

DEVICE TO ROMANIA - IL 1355 

REF: A) COCOM DOC (75)127 
B ) OECD PARIS 3491 
C) OECD PARIS 4300 

USDEL MAY STATE NO OBJECTION TO FOIL STRETCHER. RE 
ELECTRONIC TEST EQUIPMENTS, HOWEVER, US TECHNICIANS 
BELIEVE FROM INFORMATION PROVIDED THAT THE TEST EQUIP- 
MENT DESCRIBED IN DOC (75)127 ANNEX IS FOR TESTING 
TRANSISTORS AND ARE UNABLE TO ENVISAGE ITS USE IN A 
DIODE PLANT. MOREOVER, THE EQUIPMENT CAN READILY 
BE INTERFACED WITH ELECTRONIC TEST GEAR GIVING IT THE 
CAPABILITY TO TEST ADVANCED MICROCIRCUITS. CAN GERMAN 
DEL PROVIDE ANY ADDITIONAL INFORMATION WHICH WOULD 
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INDICATE HOW THE EQUIPMENT WILL BE USED TO TEST DIODES 
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OR THAT IT IS GENERALLY LIMITED TO DIODE TESTING? KISSINGER 
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Image Path: 

ISecure: 1 
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Original Classification: CONFIDENTIAL 
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Review Comment: n/a 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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Subject: GERMAN TEST EQUIPMENT AND FOIL STRETCHING DEVICE TO ROMANIA - IL 1355 
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